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OIA/TECH-9/79 
23 February 1979 


MEMORANDUM FOR: 

Chief, Systems Analysis Staff 

SUBJECT : Priority Ordering of the SAFE Functional Requirements 

OIA has reviewed your priority list of SAFE requirements and concurs 
on your proposals. However, concern was expressed that careful' consideration 
be given to the classification problems inherent in Project SAFE. 

STAT 

* AUP Coordinator 

Office of Imagery Analysis 
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